From: 

Sent: 

To: 

Cc: 

Subject: 


Hannon, Bruce (DPH) 

Tuesday, July 13, 2010 9:46 AM 

Normand, Michael (DPH); Piro, Peter (DPH); Salemi, Charles (DPH); Erskine, Warren 
(DPH) 

Massif, Julianne (DPH) 

RE: Agilent 


Pete, 

Is there anywhere in your lab that Mike can drop off the 5 computers? If not I have a spot here in 310. 
Thanks, 

Bruce 


From: Normand, Michael (DPH) 

Sent: Tuesday, July 13, 2010 7:46 AM 

To: Hannon, Bruce (DPH); Piro, Peter (DPH); Salemi, Charles (DPH); Erskine, Warren (DPH) 
Cc: Nassif, Julianne (DPH) 

Subject: RE: Agilent 

Hi Bruce, 


I have the 5 workstations ready to go, please let me know where 
I can drop them off today. 


Michael Normand 
EHS IT Services 

Hinton State Laboratory Institute 

Room 060B 

305 South Street 

Jamaica Plain, MA 

617-983-6914 


From: Hannon, Bruce (DPH) 

Sent: Monday, July 12, 2010 5:57 PM 

To: Piro, Peter (DPH); Salemi, Charles (DPH); Normand, Michael (DPH); Erskine, Warren (DPH) 

Cc: Nassif, Julianne (DPH) 

Subject: Agilent 

Agilent has confirmed that they will have an engineer onsite this Thursday and Friday to install the new version of 
Chemstation of the 4 GCs and 1 GC/MS. I still don’t know what time they will get her on Thursday. If you have any 
questions, please let me know. 

Pete-can I drop off the Chemstation package sometime tomorrow? Do you have anywhere to store it? 
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